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July 19, 1956 


G.K. 


Enclosed are two signed copies of EQ-1806 including 
Amendment No. 1, 


Enclosures 


J.L.B. 


^O/SOd 
W;,,w mpr n. 
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1 June 1956 


G. K. 


We enclose herewith three copies of priced spare parts 
lists for the 70MM processor and 70MM printer. 


Summarized, these costs are as follows: 


Item 


Type of Spares 


Cost per Machine Cost for 5 Machines 


Printer 

Printer 

Processor 

Processor 

Processor 


50 day 
2 year 
30 day 
180 day 
2 year 

Total 


228.98 

229.32 

1115.21 

313.63 

296.74 

2183.88 


1144.90 

1146.60 

5576.05 

1568.15 

1483.70 

10919.40 


We consider that the 30 day list for the printer is 
sufficient for the 180 day requirement also and are not furnishing 
the latter. 


Originally we planned to withhold purchase of the 2 
year spare parts until this list was submitted. We are now pro- 
ceeding to obtain these. 


ELG/njf 
c c : J . L . 6 . 
E.L.G. 



E. L. 


G. 


Enclosures 
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30 DAYS 


28 May 1956 


,SAPC gyg 
COPY / OB 



Kodak 
part No. 

Item & Mfg. 

Description 

Assy. 

Used On 

No. of 
Spares 

No . Per 
Machine 

XD405072 

Panel Lamp 

Gen. Elec. 

Eveready #81 
Automotive 

C. Panel 

10 

2 

XD405073 

Exposure Lamp 
Gen. Elec. 

Eveready #1016 
Automotive 

Lamphouse 

10 

1 

XD405074 

Fuse 

Lit tie fuse 

3 Amp. Slo Blow 
Little Fuse 

Power 

Supply 

5 

1 

XD405075 

Safe Light 

Disc 

E. K. Go. 

Wratten Series 

1A, 52 " Di£u 

C. Panel 

1 

1 

XD405076 

Motor Takeup 
Bodine 

Type NSE-12EH, 

#B 21 70 ~4 OH 


1 

2 

XD405077 

Motor 

Metering 

E. K. Co. 

Bodine Motor 
B3808-20 
with special 
input shaft 
installed by 

E. K. Co. 


1 

1 

XD405078 

Capacitor 

Bodine 

#Nl898-33R- 

5MFD 

Motor 

Metering 

1 

1 

XD405079 

Belt 

Gilmer 

Gilmer Timing 
Belt 
#210L50 


2 

2 

XD 405080 

Powers tat 
Superior Elec. 

Variable Trans- 
former, 3 Amp. 

C. Panel 

1 

3 


Delivery 

Cost Per 
Item 

Cost Per 
Machine 

2 wks. 

.13 

1.30 

2 wks. 

.34 

3.40 

2 wks. 

.15 

.75 

2 wks. 

1.90 

1.90 

6 mos . 

33.75 

33.75 

9 mos . 

55.75 

55-75 

2 mos. 

6.00 

6.00 

2 wks. 

3.75 

7.50 

2 wks. 

15.62 

15.62 


117.39 

125.97 
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Spare Parts List for 70MM c ^tinuo^ o| ^r|ta CIA-B6P8l$)0878R0008001 0001 8-9 

28 May 1956 


Kodak 

Part No. 

Item & Mfg. 

Description 

Assy. 

Used On 

No. of 
Spares 

1 

No. per 
Machine 

Delivery 

2 wks. 

Cost Per 
Item 

12.95 

Cost Per 
Machine 

12.95 

XD405081 

Voltmeter 

Simpson 

DC Voltmeter 

0-15 v, #23094 
( 42 ) 

C. Panel 

1 

XD-405082 

Power Supply 
Electro 

Model D~6l2 


1 

1 

2 wks. 

49.95 

49.95 

XD-405083* 

Voltage Reg- 
ulator 

Sola 

Cat. #30886 


1 

1 

2 wks. 

59.35 

39.35 

XD405084 

Brushes 

Bodine 

Brushes for 
#B 21 7 0-4 OH 

Motor 


4 

4 

2 wks. 

.19 

.76 


219783 228.98 


♦Printer can be operated without this part. 

Parts for 30 days will also cover 180 day operation. 
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2 Years 


Kodak 

Part No. 

Item & Mfg. 

Description 

Assy. 
Used On 

XD405085 

Roller-Metering 
E. K. Company 


Motor 

Metering 

XD405086 

Guide Roller 
Assembly 

E. K. Company 

- 


XD405087 

Switch S.P.S.T. 
Birnback Radio 

A.H.& H. S.P.S.T. 
#6220 Birnback 


XD405088 

Switch D.P.S.T. 
Birnback Radio 

A. H. & H. 

D.P.S.T. #6222 


XD405089 

Switch D.P.D.T. 
Birnback Radio 

A.H.& H. 

D.P.D.T. #6223 


XD404090 

Bearings 

Norma -Ho f fman 

S5RPP or Equiv. 

Motor 

Bracket 

XD405091 

Bearings 

Norma -Ho f fman 

S3RPP or Equiv. 

Spindle 

XD405092 

Bearings 

Norma -Hof fman 

202PP or Equiv. 

Printing 

Drum 

XD405093 

Transformer 
Chicago Stand. 
Transformer Co. 

Stancore #P50l4 



No. of 
Spares 

No Per 
Machine 

Delivery 

Cost Per 
Item 

Cost Per 
Machine 

1 

1 

2 mos. 

40.50 

40.50 

4 

4 

2 mos. 

38.40 

123.60 

1 

1 

2 wks. 

.72 

.72 

1 

1 

2 wks. 

1.27 

1.27 

1 

1 

2 wks. 

1.46 

1.46 

2 

2 

2 wks. 

1.90 

3.80 

8 

8 

2 wks. 

1.00 

8.00 

2 

2 

2 wks. 

1.87 

3.74 

1 

1 

2 wks. 

5.85 

3.85 



• 

90.97 

186.94 
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Spare Parts List for 7 OMM ^^4¥-= CjA^?S1_B_00^||0^8001 0001 8-9 28 May 1956 


Kodak 

Part No. 

Item & Mfg. 

Description 

XD 405072 

Panel Lamp 

Gen. Elec. 

Eveready #8l 
Automotive 

XD405073 

Exposure Lamp 
Gen. Elec. 

Eveready #101 6 
Automotive 

XD405074 

Fuse 

Littlefuse 

3 Amp. Bio Blow 
Little Fuse 

XD405079 

Belt 

Gilmer 

Gilmer Timiing 
Belt 

XD405094 

Resistor 

Ohmite 

100 Watt 

100 Ohms 


Assy. 

No. of 

No . Per 


Cost Per 

Used On 

Spares 

Machine 

Delivery 

Item 

C. Panel 

40 

2 

2 wks . 

.12 

Lamphouse 

40 

1 

2 wks. 

.34 

Power 

Supply 

30 

1 

2 wks. 

.15 


4 

2 

2 wks. 

3.75 


1 

1 

2 wks. 

4.48 

• 99.81 
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T 


Cost Per 
Machine 

4,80 

13.60 

4.50 

15.00 

4.48 

229.32 



1 -MONTH^tSPAKU 1 MACHINE 

r sA?c £ 7 $^} ] 011-196-15 

copy / oe j 


28 May 1956 


Part No. 

Item & Mfg. 

Used on 

Assy. No. 

No. of 
Spares 

No. Per 
Machine 

Cost Per 
Item 

Cost Per 
Machine 

XD-Ser 150 

Neon Lamps NE-51 

General Electric 

011-196-21 

2 

10 

.12 

.24 

XD-Ser 159 

T-15 Fuse, 15 Amp 

Bussman Mfg, Co, 

011-196-21 

2 

6 

.31 

.62 

XD-Ser 159 

T-20 Fuse, 20 Amp 

Bussman Mfg. Co. 

011-196-21 

1 

1 

• 31 

.31 

XD-ll-196-376 

Relay 

Ward -Leonard Company 

011-196-21 

1 

1 

20.95 

20.95 

XD-ll-196-378 

Starter Switch 
Westinghouse 

011-196-21 

2 

6 

4.60 

9-20 

XD-II-I96-38O 

Main Switch 

Heinemann Elec. Co. 

011-196-21 

1 

1 

31.70 

31.70 

XD-ll-196-291 

Torque Motor 

RBH-2922-S27 

Howard Industries 

OH-196-7 & 21 

1 

2 

125.00 

125.00 

XD-ll-196-381 

Microswitch 
#BZ - 2RW -BO-A 2 

Microswitch Div. 

Mi nne apol Is -Hone ywe 1 1 

011-196-21 

1 

1 

1.50 

1.50 

XD-ll-196-382 

Transformer 

Edwards Powacall #666 
Edwards Electric Co, 

011-196-21 

1 

1 

2.85 

2.85 

XD-ll-196-299 
& 300 

Teflon Pad Cemented on 
Plate 

E. K. Company 

011-196-9 

• 

1 

1 

Not required due to 
change In design. 


187.34 192.37 
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28 May 1956 


1 -Month Spare parts List for ^'g^^^sS^P8^7aEQ W 91ffi)018-9 


Part No. 

Item & Mfg. 

Used on 

Assy. No. 

No. of 
Spares 

No . Per 
Machine 

Cost Per 
Item 

Cost Per 
Machine 

xD-11-196-321 

Solenoid 

G.E. #CR 9500-A102B2 
General Electric 

011-196-9 

1 

1 

1 

13.40 

13.40 

xD-11-196-322 

Chromalox Heater 

C-303-A 

Edwin L. Weigand Co. 

011-196-9 

1 

1 

Not required due to 
change in design 

xD-11 -196-323 

Fenwal Thermoswitch 
#17000 

Fenwal , lac . 

011-196-9 

1 

1 

Not required due to 
change in design 

xD-n-196-117 

Chain Connecting Link 
Diamond Chain Co. 

011-196-18 

2 

80 

.12 

.24 

xD-n-196-339 

Solenoid Return Spring 

E. K. Company 

011-196-9 

1 

1 

.75 

.75 

xD-11 -196-423 

Graham Variable Speed 
Drive 

Graham Transmission, Inc. 

011-196-18 

1 

1 

360.00 

360.00 

xD-n-196-3 

Flanged Spool 

E. K. Company 

011-196-7, 9, 

16 & 17 

2 

10 

15.75 

31.50 

xD-11-196-167 

Microswitch 

BZE-2RQ9 

Micro switch Div. 

Minne ap ol i s -Honeywell Co. 

011-196-17 

1 

2 

9.55 

9.55 

XD-11 -196-514 

Powers tat 

Superior Elec. Co. 

011-196-32 

1 

2 

10.40 

10.40 

xD-11-196-520 

Extension Spring 
#EK 175 -4-21 0-010 

E. K. Company 

011-196-32 

• 

1 

2 

.70 

.70 

* 




598.01 

618.91 
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1-Month Spare parts List for teffWSW* ^iele^^OC^QSi^ sSf%R{3f?e»Bea87«R0{)O5O01 5001 8-9 




Used On 

No. of 

No. Per 

Cost Per 

Cost Per 

Part No. 

Item & Mfg. 

Assy. No. 

Spares 

Machine 

Item 

Machine 

XD-Ser 150 

Relay W-L 105-6422 

Ward Leonard Elec. Co. 

011 - 196-16 

1 

3 

10.60 

10.60 

XD 

Rectifier -Fed. #1004A 
Federal Telephone & 

Radio Company 

011 - 196-16 

1 

3 

2.55 

. 2.55 

XD 

Capacitor 

Cornell Dubilier BR 815 
Cornell Dubilier Co. 

011 - 196-16 

1 

3 

.79 

.79 

XD-Ser 79 

Koroseal Tubing 

Grade ll6 Black 

3/4" I.D. #1 1/8" O.D. 

B. F. Goodrich 

011 - 196-16 

3 T 0” 

12* 0" 

.45 

1.35 

XD-II-I 96 - 2 O 

Rulon Bearings 

E. k. Company 

011 - 196-16 

12 

28 

.90 

10.80 

XD-II-I 96-29 

Pump, including spare 
carbon rotary seal 
Gorman Rupp Co. 

011 - 196-16 

1 

4 

112.00 

112.00 

XD-ll- 196-76 

Spray Nozzles 

1/8 B2 Whirl Jet 

(316 St. St. ) 

Spraying Systems Co. 

011 - 196-16 

10 

100 

4.44 

44.40 

XD-11-1 96-85 

Lower Rolls 

E. K. Company 

011 - 196-16 

2 

6 

15.60 

31.20 

XD-11 -196-88 

Chromalox Heaters 
#RIN-150 

Edwin L. Weigand Co. 

011 - 196-16 

• 

3 

6 

29.85 

775.19 

89.55 

922.15 
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1-Month Spare parts List for A j^^9 F 3PMgie^g^§&&M4M^&4®P8nB8&&*8F&00800100018-9 2 8 May 1956 


Part No. 

Item & Mfg. 

Used on 

Assy. No. 

No. of 
Spares 

No. Per 
Machine 

Cost Per 
Item 

Cost Per 
Machine 

xD-n-196-89 

Thermoswiteh #17050 
#316 St. Steel Well 
#11251 

Fenwal, Inc. & E.K. Co. 

011-196-16 

2 

3 

18.00 

36.00 

xD-n-196-461 

Pump Mounting Gasket 

E. K. Company 

011-196-16 

2 

4 

3.12 

3.12 

xD-n-196-78 

Wittek Hose Clamp 

WND-42 

Wittek Company 

011-196-16 & 17 

4 

16 

.56 

2.24 

xD-11-1 96-79 

Wittek Hose & Clamp 
#wnd -56 

Wittek Company 

011-196-16 

2 

4 

.58 

1.16 

xL-n-196-108 

Wittek Hose Clamp 
#WND-44 

Wittek Company 

011-196-18 

1 

1 

.57 

• 57 

xD-n-196-57 

Rubber Drive Roll 

E. K. Company 

011-196-22 

1 

1 

32.50 

32.50 

xD-n-196-58 

Squeegee Roll 

E. K. Company 

011-196-22 

1 

1 

33.10 

33.10 

xD-ii-196-no 

Compression Spring 

E. K. Company 

011-196-22 

2 

2 

1.25 

2.50 

xD-n-196-413 

Rubber Spool 

E. K. Company 

011-196-22 & 20 

1 

2 

19.50 

19.50 

xD-n-196-209 

Dust Stop Filter 

Owens Corning Corp. 

OII-I96-2O 

i 

I 

• 95 

• 95 

xD-11-196-210 

Chromalox Heaters 

Edwin L. Weigand Co. 

011-196-20 

1 

3 

7.92 

7.92 


• 



893.24 

1061.71 
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1 -Month Spare parts 


28 May 1956 


Used on 

Part No. Item & Mfg. Assy. No. 


XD-ll-196-325 


Thermostat 
United Electric Co. 


011-196-20 


No. of No. Per Cost Per 

Spares Machine Item 

1 1 53.50 

946 .TT 


Approved For 
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Cost Per 
Machine 

53-50 

TTT5T S T 




COPY j 

0E 3 1! 

Part No. 

Name & Mfg. 

XD-ll-l 96-192 

Detent Spring 

E. K. Company 

XD-H-I96-363 

Ball Bearings, 

316 St. Steel 

Dale Bearings, Inc. 

XD-ll-196-564 

Ball Bearings 

316 St. Steel 

Dale Bearings, Inc. 

XD-II-I96-582 

Buzzer, #66l 

Edwards Mfg. Co. 

XD-II-I96-585 

Bell, #660 

Edwards Mfg. Co. 

XD-ll-196-492 

Formsprag Clutch 

Formsprag Co. 

XD-II-I96-498 

Pull Out Roll 

E. K. Company 

XD Assy. 

Plush 

E. K. Company 

XD-II-I96-25O 

Film Clamp Spring 

E. K. Company 

XD-11 -196-267 

Brake Roll Rubber 

E. K. Company 

XD- ll-l'96-269 

Knu Vise Clamp 

E. K. Company 


machine 

on-196-15 


011-196-15 



28 May 1956 

Used on 

Assy. No. 

No. of 
Spares 

No. Per 
Machine 

Cost Per 
Item 

011-196-7, 17 
& 21 

3 

5 

.06 

011-196-21 

4 

10 

.4.00 

011-196-21 

2 

2 

2.75 

011-196-21 

1 

1 

1.65 

011-196-21 

1 

1 

1.65 

011-196-7 & 21 

1 

2 

5.80 

011-196-21 

1 

1 

52.50 

011-196-21 

2 pcs. 

2 pcs. 

.65 

011-196-9 

2 

2 

2.00 

011-196-9 

1 

1 

5.12 

011-196-9 

2 

2 

9.50 


# 63. 6 S 
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f 


Cost Per 
Machine 

.18 

16.00 

5.50 

1.65 

1.65 

5.80 

52.50 

1.50 
4.00 
5.12 

9.50 

90.70 



6 -Month Spare 

Parts List fo^ p gj^^ 0 r Fo 7 (p}ffea^ 6T2{t0 2 /D 8 / 14 esClAff^)tJft)« 6 M§ 78 FiQPJ^g 4 -y ) O ^ 18 -9 

28 May 1956 


Part No. 

XD-ll-l 96-272 

Name & Mfg. 

Solenoid Brake Rubber 

E. K. Company 

Used on 

Assy. No. 

OH-196-9 

No. of 
Spares 

1 

No, Per 
Machine 

1 

Cost Per 
Item 

.65 

Cost Per 
Machine 

.65 

XD-ll-196-278 

Ball Bushings 

Thompson 

OH-196-9 

2 

2 

5.30 

10.60 

XD-II-I96-292 

Tape Knife 

E* K. Company 

OII-196-9 

1 

1 

15.52 

15.52 

XD-ll-l 96-293 

Compression Spring 

E. K, Company 

OH-196-9 

2 

2 

.95 

1.90 , 

XD-ll-l 96-294 

Film Roller Knife 

E. K. Company 

OH-196-9 

1 

1 

11.25 

11.25 

XD-ll-l 96-298 

Cutting Edge 

E. K. Company 

OII-196-9 

1 

1 

2.88 

2.88 

XD-ll-196-317 

Solenoid Link Pin 

E. K. Company 

OH-196-9 

1 

1 

2.00 

2.00 

XD-II-I96-32O 

Oilite Bearings 

Oilite 

OII-I96-9 

2 

2 

.62 

1.24 

XD-ll-l 96-401 

Roller Knife Bearing 

E. K. Company 

OH-196-9 

1 

1 

3.80 

3.80 

XD-II-I96-402 

Roller Knife Spring 

E. K. Company 

011-196-9 

1 

1 

2.85 

2.85 

XD-ll-l 96 -419 

Fixed Film Knife 

E. K. Company 

011-19 6-9 

1 

1 

14.50 

14.50 

XD-ll-196-137 

Blower Motor 

Buffalo Forge Co. 

011-196-18 

1 

1 

75.00 

75.00 





• 

199.00 

232.89 
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6-Month Spare parts List fo ^^^ o d>JrWe^M)23^8?f#* 3 gj^g D M|.^j 0878Ree< j g0a40(JD18 . 9 


Part No. 

Name & Mfg. 

Used on 

Assy. No. 

No. of 
Spare s 

No . Per 
Machine 

Cost Per 

Cost Per 



Item 

Machine 

xD-11-196-152 

Canvas Sleeve 

E. K. Company 

011-196-18 

1 

1 

1.62 

1.62 

xD-11-196-427 

Lord Flexible Coupling 

Lord Company 

011-196-18 

1 

1 

1.50 

1.50 

xD-11 -196-49 

Wire Rope Cable 

EK #170-6800-140 

Hazard Wire Rope Div. 
American Chain & Cable Co. 

on-196-7, 9, 

& 17 

15' 0 ,r 

15' Q” 

. 20/ft 

3.00 

XD-11-196-52 

Ball Bearing, 201 KD 

Fafnir Bearing Co. 

011-196-7,9,16, 
17, 21 & 22 

20 

60 

1.30 

26.00 

xD-n-196-206 

Felt Stripper 

E. K. Company 

011-196-17 

1 

1 

2.10 

-2.10 

XD-11-196-627 

Door Knobs 

E. K. Company 

011-196-16, 17 
& 21 

4 

14 

^-75 

19.00 

xD-n-196-83 

Clamp 

E. K. Company 

011-196-22 

1 

1 

9.80 

9.80 

xD-11-1 96-53 

Rubber Sleeve 

E. K. Company 

on-196-7 

1 

1 

3.12 

3.12 

XD-Ser 175 

Foot Switch 9002 

Square D Co. 

011-196-7 

1 

1 

14.60 

14.60 





• 

237793 

3 13.63 
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2-YEAR 


May 28, 1956 


Part No. 

Name & Mfg. 

Used on 

Assy. No. 

No. of 
Spares 

No. Per 

machine 

Cost Per 
Item 

Cost Per 
Machine 

XD-11 -196-43 9 

Pafnlr Bearing, 

DuLite Dip. 

E, K. Company 

011-196-21 

4 

4 

1.42 

5.68 

XD-11-196-468 

Hysteresis Brake 

General Electric Co. 

011-196-21 

1 

2 

55-00 

55.00 

XD-11-196-499 

Gear and Pinion 

Boston Gear Co. 

011-196-21 

1 pr. 

1 pr. 

11.30/pr 

n.30 

XD-11- -196-500 

Pinion Shaft Bearing 

Pafnlr Bearing Co. 

011-196-21 

2 

2 

.98 

1.96 

XD-II-I96-5OI 

Gear Shaft Bearing, Small 
Pafnlr Bearing Co. 

011-196-21 

1 

1 

1.06 

1.06 

XD-11-1 96-502 

Gear Shaft Bearing, Large 
Pafnlr Bearing Co. 

011-196-21 

1 

1 

1.12 

1.12 

XD-11-1 96-527 

Pafnir Bearing, Dulite Dip 
E. K. Company 

011-196-21 

2 

2 

2.22 

4.44 

XD-ll-196-245 

Oilite Bearings 

Oilite 

011-196-9 

2 

2 

.60 

1.20 

XD-11-1 96-256 

Oilite Bearings 

Oilite 

on-196-9 

4 

4 

-50 

2.00 

XD-H-I96-424 

Metron Reducer 

011-196-18 

1 

1 

• 

49.00 

123.20 

49.00 
132. 76 
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2-Year Spare parts List for Won 7 0MM Spray processxng ^ 


Part No. 

Name & Mfg. 

Used on 
Assy. No. 

No. of 
Spares 

No. Per 
Machine 

Cost Per 
Item 

xD-11-196-245 

Tachometer Generator 
Indicator 

Weston Electric Co. 

011-196-18 

1 

1 

160.00 

xD-n-196-172 

Oilite Bearings 

Oilite 

011-196-17 

2 

2 

.73 

xD-n-196-188 

Oilite Bearings 

011-196-17 

4 

4 

• 

.63 
2 m. ^6 


Cost Per 
Machine 

160.00 


1.46 

2.52 

296.74 
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